1998-99 W6BHZ Repeater Codes 


*767 Time of Day 

*768 Date 

*“74# Answer Reverse Patch 
*744 Autopatch 

*920 2 Meters Off 

*929 2 Meters Standalone 
*921 2 Meters Norma 
*940 44 Off 

*949 440 Standalone 
*941 440 Normal 

*999 Site Normal 


3 Extend Patch 
“411 Identify 

“r- Oscar Bravo 
AG Oh, O.K. 


*611 Reset Controller 
*911 Dials 911 

*912 Dials Cal Poly PD 
*913 Dials SLO CHP 

*914 Dials SLO County SO 
*915 Dials SLO PD 


The autopatch pre-dials a 9 for an outside 
line beforeall numbers entered. 

To call on-campus, use the full 7 digit number. 
Reverse patch number is 756-7373 
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